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SUBJECT: FDA ADVISORY- DEFECTIVE ELECTRONIC PRODUCT- 
EXCESSIVE ULTRA-VIOLET RADIATION 

REF: STATE 126575 

1. PER REFTEL, EMBASSY ADVISED LOCAL AUTHORITIES 
JUNE 6, 1975 OF FDA ADVISORY ON NUVA-LITE ULTRAVIOLET 
DENTAL APPLIANCE. 

2. AUGUST 19 WALTER WILTSCHEK, AREA SALES MANAGER. 

EXPORT DIVISION, DENTSPLY INTERNATIONAL, INC., YORK, PA. 

CALLED AT EMBASSY AND EXPLAINED MANUFACTURER OF 
EQUIPMENT PLANNED BEGIN SHIPPING MODIFICATION KITS TO 
OVERSEAS USERS OF NUVA-LITE WITHIN NEXT TWO WEEKS. 

WILTSCHEK LEFT COPY OF AMERICAN DENTAL ASSOCIATION NEWS 
(JUNE 30, 1975) CONTAINING ARTICLE INDICATING FDA HAD 
APPROVED CORRECTIVE ACTION PROGRAM FOR MODIFICATION OF 
THIS EQUIPMENT. HE INDICATED SEVERAL IMPORTANT SATES 
PENDING COSTA RICA AND COMPANY WOULD APPRECIATE IT IF 
LOCAL OFFICIALS COULD BE OFFICIALLY INFORMED OF FDA-APPROVED 
MODIFICATION PROGRAM. 

3. REQUEST DEPARTMENT CONFIRM THAT FDA HAS APPROVED 
MODIFICATION PROGRAM AND PROVIDE DETAILSOF CABLE FOR 
NOTIFICATION LOCAL OFFICIALS. 

TODMAN 

UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, MEDICAL CARE, RECALL, CONSUMER PROTECTION, DENTISTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 19 AUG 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975SANJO03504 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750288-0112 
From: SAN JOSE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750839/aaaabigk.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 126575 
Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 JAN 2003 by ReddocGW>; APPROVED <23 JAN 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FDA ADVISORY- DEFECTIVE ELECTRONIC PRODUCT- EXCESSIVE ULTRA-VIOLET RADIATION 
TAGS: OGEN, ETRD, TBIO, CS, US 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



